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John J. Bilafer 

ELECTED MEMBER 

Richard Keshian 

APPOINTED MEMBER 

Ken Steele 

APPOINTED MEMBER 

Kenneth Hughes 

ELECTED MEMBER 

Richard J. Viscay 

EX-OFFICIO MEMBER 


Richard S. Greco 

RETIREMENT ADMINISTRATOR 
( 781 ) 316-3371 
rgreco@town,arlington.ma.us 


THE 

ARLINGTON CONTRIBUTORY 
RETIRMENT BOARD 
COLA HEARING and VOTE 

The following meeting will be held 
Thursday, March 30, 2017 at 4:30 PM 
First Floor Conference Room 
Senior Center 
27 Maple Street 
Arlington MA 02476 


27 Maple Street • Suite G-11 • Arlington, Massachusetts 02476 
781-316-3370 . Fax 781-316-3379 



